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SHRINE  OF  THE  MERCY  OF  GOD 

Marian    Fathers,    Stockbridge,  Mass. 
Statuary    Group    above    main    altar.  Immaculate 
Conception    of    Carrara    Marble    and    hand  carved 
wooden   Apostles,  all   imported   from  Italy. 
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